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INSTRUCTIONS FOR ORDERING 


In ordering from this list, use ONLY the part NUMBER 
in the FIRST column. 

The number stamped on a. Sewing Machine part, is in every 
case the number of the single part only. 

Every combination of parts sent out as such has its specific 
number, which, although not stamped on the parts, must be 
used when ordering the combination. 

Each number always indicates the SAME PART in whatever 
list it appears, or for whatever machine. 

The letters after some of the numbers indicate the style of 
finish only, as follows: 

A—Hardened, Polished, Niekel Plated and Rutted 

R—Polished, Niekel Plated and Rutted 

() —1 hardened ()n!y 

D—Polished Only 

E—Soft. Not Polished 

F—Hardened and Polished 

II—Blued 

J—Nickel Plated Only 
K—Hardened and Nickel Plated 
R—Brass Plated 
M—Oxidized 
N—Japanned, Dull 
P—Japanned, Bright 
R—Merlized 
T—Copper Plated 

T. A.—Hardened, Polished, Copper and Nickel Plated 
and Rutted 

T. B.— Copper and Niekel Plated and Polished 
T. J.—Copper and Nickel Plated Only 
T. K.—Hardened, Copper and Nickel Plated 
T. M.—Copper Plated and Oxidized 
T. L.—Copper and Brass Plated 
IT— Zinc Plated 
V—Silver Plated 
W—Polished and Nickel Plated 
Z—Chromium Plated 

Z. B.—Polished, Nickel Plated, Buffed and Chromium Plated 
Z. J.—Nickel and Chromium Plated 

These letters MUST BE USED when they appear in the list; 
and AFTER the number as in the list. 

In this series: 

1 to 1500 and 50001 to 51500 arc Screw Numbers 
1501 to 1800 and 51501 to 51800 are Nut Numbers 
1801 to 2000 and 51801 to 52000 are Roller Numbers 
2001 to 50000 and 52001 and upward are numbers of 
Machine Parts 

The figures in the second column refer only to the plates, 
illustrating the parts, and are NOT TO BE USED in ordering. 

Parts marked with an asterisk (*) are furnished only when 
repairs are made at factory. 


LIST OF PARTS COMPLETE 

FOR 



MACHINE No. 29K51 

ON STAND No. 25278 

(List Price of the Machine does not include stand). 

12'/4 inches from needle to base of arm. universal 

UPPER FEED. OSCILLATING HORIZONTAL SHUTTLE. THE 
ASSEMBLY OF WHICH IS DETACHABLE AND INTER¬ 
CHANGEABLE. HELICAL PRESSER FOOT SPRING. CON¬ 
VENIENT AND POSITIVE ADJUSTMENT OF PRESSER FOOT 
LIFT. ECCENTRIC ADJUSTMENT FOR SHUTTLE TIMING. 
SIDE WHEEL. FOR BOOT AND SHOE REPAIRING, SLIPPER 
WORK, ETC. WIDTH OF LOWER ARM AT ITS END 1 Vs 
INCHES, DEPTH % INCH. 

NO. FLA TIC NAME 

*82051 - Arm with 4440. 
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PARTS FOR MAC1IINK No. 2<> k A I 



PARTS FOR MACH INK No. 29 k51 


!) 


NO. PLATE 


82055 

— 

8569 

1488 

82056 

1479 

1518J 

1486 

8571 

1479 

82057 

1474 

82058 

1474 

1281) 

1485 

8578 

1474 

8574 

1188 

207f 

1485 

8575 

1488 

82012 

1474 

152 f 

1485 

2821> 

1485 

8577 

1481 

21 to 

1485 

82059 

1475 

66 f 

1485 

♦82060 

-. 

8582 

1488 

8655 

1475 

81858 

1482 

SS 50 f 

1485 

287f 

1485 

8656 

1482 

SS 188d 

1485 

81857 

— 

8661 

1476 

8012 

1488 

861c 

1485 

81859 

1478 

1801 

1486 

8586 

1481 

81860 

1479 

8589 

1488 


Foot Bar Revolving Joint Bearing 82054 

with 8504 and 8571. 

Foot Bar Revolving Joint Hinge Pin... 

“ “ “ “ Slide Rod 

Bock Nut. 

Foot Bar Revolving Joint Washer. 

Foot Bar Revolving Joint complete, Nos. 

82055, 82055 and two 151 Jj. 

Head of Machine. 

“ Binding Screw. 

“ Revolving Bush. 

“ “ “ Friction Spring 

( < << << a a 

Screw. 

Head Revolving Bush Friction Spring 

Pin. 

Head Revolving Bush Handle. 

“ “ “ “ Screw. . . 

u u u Stop r rhumbScrew 

“ “ “ Supporting Washer 


Screw. 

Lifter. 

“ Hinge Screw. 

Lower Arm and Bed. 

“ “ “ “ Steady Pin. 

Needle Bar. 

“ “ Clamp with 287 f. 

“ “ 11 Screw. 

“ “ Needle Clamping Screw... . 

“ “ Thread Tension Spring. 

“ u “ u “ Screw 

Needle Bar complete*, Nos. SS 50 k, 8655, 

8656, 81858 and two SS 188n. 

Needle Bar Cam and Pulley Wheel with 

861c. 

Needle Bar Cam and Pulley Wheel Pin 
“ “ “ “ “ “ Set 

Screw. 

Needle Bar Driving Lever with 1801 and 

14026. 

Needle Bar Driving Lever Cain Roller 

and Stud. 

Needle Bar Driving Lever Joint Pin... . 

“ “ Piston Joint. 

“ “ “ “ Pin. 
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PARTS FOR MACHINE No. 29 k51 


NO. 

PLATE 

NAME 


82013 

260 

Needle Plate (fine and medium 

needle 



holes). 


82014 

266 

Needle Plate (medium needle hole 

■s).. . . 

82015 

266 

“ ££ (fine and medium 

needle 



holes). 


82016 

948 

Needle Plate (medium and coarse 

needle 


I holes). 

■ Note: No. 82016 is sent, with this Machine unless 

another Needle Plate is specified on order. 

84d 1485 Needle Plate Hearing Screw. 

s 82061 1483 “ “ Catch. 

! 82063 1483 “ “ “ Pin. 

82141 1810 “ “ “ Spring. 

8670 1475 Oil Chip with 8597 and 8695. 

: 8695 1483 “ “ Oil Pad (cloth). 

I' 327d 1485 “ “ Screw. 

;! 8597 1483 “ “ Spring. 

82144 1810 Pinion Cover Plate. 

393b 1485 “ ££ “ Screw. 

82133 1810 Rack. 

* 82143 1810 “ and Pinion Box. 

j 82147 -Rack and Pinion Box complete, Nos. 

\ SS 468e, 82068 to 82070, 82133, 821 13,"* 

) 82144, two each 393 e, 82071 and 82072 

82066 1483 Rack and Pinion Box Posit ion Pin. 

j 1177 e 1485 “ “ <£ “ Screw. 

' 82010 1473 Shaft. 

! 4449 1474 “ Bushing.. 

| 8604 1482 Shuttle Bobbin. 

*8654 1482 “ Body. 

| 662d 1485 “ Tension Regulating Screw. 

i 8611 1482 “ ££ Spring. 

8603 - Shuttle complete, Nos. 002r> f 8604, Still 

and 8654. 

i Note: No. 8603 is sent with this Machine 

! unless otherwise specified on order. 


81876 1482 Shuttle Tension Spring. 

81964 - Shuttle complete, Nos. 662n, 8604, 8654 

and 81876. 

82068 1482 Shuttle Carrier with 24In and 8610 .... 

82069 1478 “ “ Driving Pinion. 

82070 1478 “ “ “ “ Bushing 

SS 468b 1485 “ “ “ “ Screw.. 

82071 1478 “ “ Following Pinion. 

82072 1478 “ “ “ “ Stud.. 


PARTS FOR MACHINE No. 29 k51 


It 


NO. PLATE 

8610 

1482 

24 Id 

1485 

82073 

1474 

82122 


81872 

1481 

3012 

1483 

SS 235c 

1485 

1808 

1486 

82142 

1809 

7d 

1485 

82075 

1482 

82076 

1482 

8645 

1483 

14026 

1483 

82077 

1475 

89 e 

1485 


82078 


1381k 

1485 

1520k 

1486 

8601 

1483 

8615 

1483 

8616 

1483 

29 Id 

1485 

668d 

1481 

1560d 

1486 

8617 

1479 

8618 

1481 

84113 

1481 

8619 

1481 

413d 

1485 

15G0d 

1486 

2102 

1481 

2103 

1481 

82116 

1483 

8620 

1483 

207 f 

1485 


NAME 

Shutt le Carrier Spring. 

“ “ “ Screw. 

Shuttle Driving Chun with SS 235c. 

££ “ “ and Gear, Nos. 


81872 and 82073. 

Shuttle Driving Cam Gear. 


“ “ “ ££ Set Screw... 

“ ££ “ Roller and Stud. . 

££ ££ Lever wit h ISOS. 

££ “ ££ Bearing Screw. . . 

££ ££ ££ Connecting End 

(front). 

Shuttle Driving Lever Connecting End 

(back). 

Shuttle Driving Lever Connecting End 

Pin (front). 

Shuttle Driving Lever Connecting End 

Pin (back ). 

Shuttle Driving Lever Connecting Rod 


Hinge Screw. 

Shuttle Driving Lever Connecting Hod 
complete, Nos. 8645, 14026 and 82075 

to 82077. 

Shuttle Driving Lever Eccentric Stud 

u u a U ii 


Nut. 

Spool Pin. 

Stitch Regulator. 

££ “ Gib. 

££ ££ ThumbScrew. 

Tension (top) Adjusting Stud. 

“ ££ “ ££ T h u m b 

Nub.. 

Tension (top) Cup (release). 

££ “ Disc. 

££ ££ ££ Washer (leather).. . . 

££ ££ Spring. 

££ (side) Adjusting Stud. 

££ “ “ ££ Thumb 


Nut. 

Tension (side) Disc. 

££ ££ Spring. 

££ ££ Thread O'dde Pin. 

Thread Eyelet (head of arm). . . . 

££ ££ Screw. 




























































12 


PARTS FOR MACH INK No. 2!) k 51 


NO. ELATE NAME 


82079 

1479 

Vibrating Prosser 

Lifting Lever. 


4 In 

1485 

“ “ 

a a 

Screw 

j 82080 

1479 

“ 

u u 

Shaft 

j 82132 

— 

“ “ 

U <( 

U 

\ 


82080 with S20S1 and 821 17. 


l 82082 

1481 

Vibrating Pressor 

Lilting Lever 

Shaft 

i 


Adjusting Fever 



\ 515e 

1485 

Vibrating Pressor 

Lifting Lever 

Shaft 



Adjusting Lever 

('lamping Screw. 

! 8568 

1483 

Vibrating Pressor 

Lifting Lever 

Shaft 



Adjust ing Lever 

lamping Screw 

Rivet 

j 048J 

1485 

Vibrating Prosser 

Lifting Lever 

Shaft 

J 


Adjusting Lever 

Ilingo Screw., 


i 82081 

1481 

Vibrating Prosser 

I aft ing Lever 

Shaft 

.j 

i 


1 ;i'vor with 454c 



] 82117 

1483 

Vibrating Pressor 

Lifting Lever 

Shaft 

fc 


Lever Pin . . . 



1 451c 

1185 

Vibrating Pressor 

Lifting Lever 

Shaft 



Lover Screw. . 



l RR1S 

1486 

Vibrating Pressor Roller. 


l 81868 

1483 

a n 

“ Pin. 


| 82083 

1475 

a u ^ 

>pring (light).. 


| 82129 

1477 

i( u 

“ (h<‘avy). 



Noth:: No. 82120 is supplied with this machine 
unless ot herwise* specified on unlcr. 


82130 1177 Vibrating Prosser Spring Bar. 

NN88i» 1180 “ “ “ “ Adjusting 

Nut. 

821.31 1478 Vibrating Prosser Spring Bar Collar. 

179e 1485 “ “ “ “ “ Screw 


i 

I 



SINGER Needles should be used 
in SINGER Machines 
These Needles and their Containers 
are marked with the 

Company’s Trade Mark “ S I M A N CO.** 



PARTS SPECIAL TO 

MACHINE No. 29k53 
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FOR BOOT AND SHOE REPAIRING, SUPPER WORK, ETC. 
WIDTH OF LOWER ARM AT ITS END 1 INCH, DEPTH 7 S 
INCH. 

This machine is the same as 29k51 with the 
following exceptions: 


NO. 

TEA TK 

N A M E 

82094 

__ _ 

Hod. 

82095 


Lower Arm < narrow ! . 

'82096 

— 

Lower Arm and Bed complete, Nos. 
82091, 82095 and four 123e.... 

123k 

1485 

Lower Arm and Red Rinding Screw.. . . . 

82030 

1475 

Needle Bar. 

82031 


.Noodle Bar complete, Nos. SS 50 k, 8656, 
81858, 82030 and two SS 133n.. . 

82032 

948 

Noodle Plate (fine and medium needle 
holes). 

82033 

948 

Needle Plate (medium and coarse noodle 
holes i. 


Note: No. 82033 is sent with this machine unless 
another Needle Plate is specified on order. 


SINGER Needles should be used 
in SINGER Machines 
These Needles and their Containers 
are marked with the 

Company’s Trade Mark "SI MAN CO**” i 


Needles in Containers ma r ked 

’TOR SINGER MACHINES” 
are NOT SINGER made needles. 


2 
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PARTS FOR MACIIINK No. 29K. r >5 


I 


PARTS SPECIAL TO 



MACHINE No. 29K55 

ON STAND No. 94609 

(List Price of the Machine does not include stand). 

17 \<i INCHES FROM NEEDLE TO BASE OF ARM. 

UNIVERSAL UPPER FEED. OSCILLATING HORIZONTAL 
SHUTTLE THE ASSEMBLY OF WHICH IS DETACHABLE 
AND INTERCHANGEABLE. HELICAL PRESSER FOOT 
SPRING. CONVENIENT AND POSITIVE ADJUSTMENT OF 
PRESSER FOOT LIFT. ECCENTRIC ADJUSTMENT FOR 
SHUTTLE TIMING. SIDE WHEEL. FOR BOOT AND SHOE 
REPAIRING, SLIPPER WORK, ETC. LARGE SHUTTLE. FOR 
WAXED THREAD. WIDTH OF LOWER ARM AT ITS END 1 ft 
INCHES, DEPTH 1ft INCHES. 


This machine is the same as 29k51 with the 
following exceptions: 

NO. ELATE NAME 

*82090 - Arm with 1149. 

8000 14X2 Feeding Foot. 

Note: No. 8000 is sent with this Machine unless 
another Feeding Foot, is specified on order. 

*82100 - Lower Ann ami Bed. 

81989 1475 Needle Bnr. 

81940 ——- Needle Bar complete, Nos. SS 50 k, 8050, 

SI<858, 81989 and two SS 188n. 

81941 1470 Needle Bar Cam and Pulley Wheel with 

801 o. 

81942 1478 Needle Bar Driving Lever with 1801 

an d 11020. 

81918 1481 Needle Bar Driving liover Joint Fin. . . 

82019 208 Needle Plate (fine and medium needle 

holes'). 

82020 208 Needle Plate (medium and coarse needle 

holes). 

Note: No. 82020 is sent- with this machine unless 
another Needle Plate is specified on order. 


82101 

82140 

82184 

1488 

1810 

1810 

Needle 

Pinion 

ILwk 

Plate (’ateh. 

(’over Plate. 

82145 

1810 

“ and Pinion Box. 

82148 


Rack and Pinion Box complete. Nos. 
SS 408 e, 82105 to 82107, 82184, 82145, 
82140, two each 898 e, 82108 and 82109 

82011 

1478 

Shaft.. 


82252 

1482 

Shuttle 

Bohhin.. 

7808 

1182 


“ Retaining Spring. 

SS 188d 

1485 


u a “ Screw. 

*81998 

1482 


Body. 

82105 

1482 

a 

Carrier. 

82100 

1478 


“ Driving Pinion. 

82107 

1478 


<£ “ “ Bushing 

82108 

1478 


“ Following Pinion.. 

82109 

1478 

“ 

“ “ “ Stud... 

82110 

1478 

u 

Driving Lever Connecting Rod. 

82111 


Shuttle Driving Lever Connecting Rod 
complete, Nos. 8045, 14020, 8207.'), 
82070 and 82110. 

SS 182i> 

1485 

Shuttle 

'Pension Regulating Screw.. 

81991 

1482 

“ 

“ Spring. 
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PARTS FOR MAOIIINK No. 20 k50 


NO. PL AT 10 NAMR 

SI951 1482 Sliutilr Thread Pull-off. 

404 1) 1485 “ “ “ Screw. 

81952 - Shuttie complete, Nos. SS 132i>, SS 133n, 

4()4n, 7SOS, Si951, 81993, S1991 and 

S2552. 

S054S 14SI Tension (side) Spring {for darning ten¬ 
sion or waxed f broad >. 

PARTS SPECIAL TO 

MACHINE No. 29K56 

FOR BOOT AND SHOE REPAIRING, SLIPPER WORK. ETC. FOR 
WAXED THREAD. WIDTH OF LOWER ARM AT ITS END 
1 INCHES, DEPTH 7 * INCH. FOR STITCHING IN SMALL 
PLACES. 

This machine is the same as 29k51 with the 
following exceptions: 


NO. 

PLATE 

N AM 1: 



82099 

— 

Arm wit h 4 149. 



82112 

— 

Lower Arm and Bod. 



81941 

1470 

Noodle Bar ('am an< 1 1Y 

iIDv Wheel v 

dh 



301c. 



81942 

1473 

Needle Bar Driving I,ov 

or wit li 1 SO 1 a 

nd 



14020. 



81943 

1481 

Needle Bar Driving Lev 

cr Joint Fin. 


82011 

1473 

Shaft. 



82128 

1473 

Shuttle Driving Lever ( 

’mined ing lb 

nd. 

82127 


Shuttle Driving Lever ( 

Mnnccting K 

od 



complete. Nos. 8045 

, 11020. N20 

75, 


82070 and 82128. 

jj 

ACCESSORIES 

i ACCESSORIES SUPPLIED WITH 29K51 AND 29K53 

| MACHINES 

I 

j NO. PLATO NAME 

j --— Instruction Book. 

j 128b 1485 Machine Screw (for fastening machine 

j to st and 1. 

i SS 130e 1485 Machine Screw (for fastening machine 

t to power table!. 

87315 1810 Machine Screw Washer for SS 130. 

90530 1810 “ “ “ “ 128. 

29x4 - • Needle (two nidi, size 19, 21 and 22). . . 

8590 1475 Needle Bar Threading Wire . 


AUTSSOKIKS 
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NO. PLATE NAME 

30509 -- Oiler with 30571. 

30571 --- “ Spout, 1 3 4 in. long. 

25537 —-- Screw I )river (machine*. 

12037S - “ “ (shuttie tension: . 

St>01 1182 Shuttle Bobbin.. 

ACCESSORIES 

ACCESSORIES SUPPLIED WITH 29K55 MACHINE. 

These are the same as for 29k51 Machine with 
the following exceptions: 

NO. PLATE NAME 

137k 1 185 Machine Screw (for fastening machine 

I o st and ). 

SS IISe 1185 Machine Screw (for fastening machine 

to power table). 

82833 1810 Maehine Screw Washer for SS 118. 

82552 1182 Slmttle Bobbin. 

ACCESSORIES 

ACCESSORIES SUPPLIED WITH 29K56 MACHINE. 

These are the same as for 29k51 Machine with 
the following exceptions: 

NO. PLATE NAME 

137e 1185 Machine Screw (for fastening niaelune 

to stand ). 

SS418e 1185 Machine Screw (for fastening machine 

to power table). 

82833 1810 Machine Screw Washer for SS 1 IS. 

MACHINE BASES FOR POWER TABLES 


NO. PLATE NAME 

82125 1470 Maehine Base, for 29K51 and 29K53 

Machines. 

82113 ——— Machine Base, for 29K55 and 29K50 

Machines. 

141e 1485 Machine Base Screw (for fastening base 

to machine for 82125). 

137e 1485 Machine Base Screw (for fastening base 
to machine for 821131. 


Machine Base Wood Screw 1 in. No. 12 


for fastening base to power table. 


These bases are only supplied when specified on 
order and are charged extra. 






















IS 



i 

| 

i 


BOBBIN WINDERS 

BOBBIN WINDER FOR 29K51, 29K53 AND 29K56 
MACHINES 

NO. PLATE NAM E 

X6X 4 11S1 Recent rir. 

SS 469i> 1485 “ Thumb Screw. 

82086 MSI Frame. 

128i> 1485 “ Screw. 

8651. 1481 Spindle. 

81905 —— “ 8051 with 8871. 

8871 1484 " Pulley. 

2460 1484 “ “ Rubber Ring. 

82087 1484 Bobbin Winder complete, Nos. 12Xi>, 

SS 460i) F 2460, 8681, 81065 and 820X0 

BOBBIN WINDER 

FOR 29K55 MACHINE 

NO. PLATE NAMK 

8684 1484 Recent ric. 

SS 460d 1485 “ Thumb Screw. 

82086 1484 Frame. 

128n 1485 “ Screw. 

82088 1484 Spindle. 

82089 - “ 82088 with 8271. 

8871 1484 “ Pulley. 

2460 1484 “ “ Rubber Ring. 

82090 1484 Bobbin Winder complete. Nos. 12Sn, 

SS 4691), 2460, 8684, 820S6 and 82089 


SINGERLIGHT 

SINGERLIGHTS ARE SUPPLIED LESS LAMPS, AND THESE 
SHOULD BE ORDERED SEPARATELY 

NO. PLATE NAME 

*97340 - Singerlight Bracket (adjustable). 

97353 -- “ “ 97840 with 191815.. 

50319R- “ “ Screw. 

NN 92 r - “ “ “ Nut. 

2X07 “ “ “ “ Washer. 

97867 — - “ Supporting Braeket. 

SS 56d - “ “ “ Screw. . 

97368 - Singerlight Support ing Bracket complete, 

Nos. SS 56 d, NN 92it, 2807, 50319u 
and 97367. 


SINGERLIGHT 
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NO. PLATE NAME 

190744 - Singerlight Lamp. 

In ordering it is necessary to state the exact 
voltage required. 


*1917X9 

*190743 - 

*191815 - 

*191786 - 

*191785 - 

*191082 — 
191962 - 


*191375 - 

191377 - 

*191381 - 

*191376 — 

50564.1- 

191965 - 

*191963 — 

*191964 - 

190745 - 

97369 - 


97354 - 

93088 - 

93084 - 

93085 - 

97370 - 


Singerlight Nipple. 

“ “ Bushing. 

“ “ Position Pin. 

“ “ Washer (felt) % in.. . 

“ “ “ “ H'n i. . 

“ “ “ (steel). 

Singerlight Toggle Socket complete, Nos. 
50564.1, 191375, 191381 and 191963 to 

191965. 

Singerlight Toggle Socket Base complete, 

Nos. 191376 and 191377. 

Singerlight Toggle Socket Base Hub. 

“ “ “ “ Insula¬ 
tion . 

Singerlight Toggle Socket Base Shell. 

“ “ “ “ Set Screw 

Singerlight 'boggle Socket Internal Fit¬ 
ting complete. 

Singerlight Toggle Socket Shell. 

“ “ “ “ Insulation 


“ Shade. 

Singerlight (less cable and lamp), Nos. 
97353, 97368, 190743, 190745, 191082, 
191785,191789,191962 and two 191786 

Singerlight Twin Cable, 9 feet long. 

“ « “ Plug, Nos. 93084 

and 93085, for lamp socket. 

Singerlight Twin Cable Plug Body. 

“ “ “ “ Cover. 

Singerlight (less lamp) with connection 
for lamp socket, complete, Nos. 93083, 
97354 and 97369. 


OBSOLETE PARTS 

NO. PLATE NAME 

82062 1483 Needle Plate Catch Spring. 

82064 1478 Pinion Cover Plate for 82119. . . 

82067 1478 Rack for 82119. 

82065 1478 “ and Pinion Box for 82119. 
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OBSORKTF BARI'S 




NO. PLATE namk 

82119 -— Ruck :m<l Pinion Box complete, Now. 

ss iosk. x20oi, s2or,5, s2or»7 to 82070, 
(wo each 393 k, 82071 and 82072, for 
291x7)1, 291\7)2 and 29 K 7)0 M a (“hint's. . 

82139 --- - Pinion (’over Plait' for 821d7>. 

82127 -- Ruck and Pinion Box for 82127) . 

82125 - Bark and Pinion Box complete, Nos. 

SS 108k, 82008 In 82070, 82122, 82127, 
82 1 29, ( wo on eh 292 k, 82071 and 82072, 
for 291x7) 1,291x7)2 and 29lx50 Machines 

82102 1478 Pinion ('over Plate for 82120. 

82104 1478 Back for 82120.. 

82102 1478 “ and Pinion Box for 82120. 

82120 - Hack and Pinion Box eoniplole, Nos. 

SS 408k, 82102 (o 82107, I wo each 
292 k, 82108 and 82109, for 29l\55 




Machine. 

82140 


Pinion Dover Plate for S2I3G. 

82138 


Rack and Pinion Box for 8213(1 

82130 


Rack and Pinion Box complete, Nos. 
SS 408k, 82105 to 82107, 8213 1, 82138, 
821 10, two each 393k, S2108and 82109, 
for 291x7)5 Machine. 

82074 

1471 

Shuttle Driving Bever with ISOS. 

82081 

1475 

Vibrating Presser Spring Bar . . 

82085 

1478 

“ “ “ L ‘ Dollar.... 


SINGER Needles should be used 
in SINGER Machines 
These Needles and their Containers 
are marked with the 

Company's Trade Mark "SIMANCO** 
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NUMERICAL LIST OF PARTS 

NO. PLATE NAME 

7n 1485 Shuttle Driving Bever Bearing Screw . . 

HR .1 Si) 14X0 Vibrating Pressor Roller for 81801. 

411) 1485 “ “ Rifling Bever Screw. . 

SS45e 1485 Balance Wheel 11 11 1» Screw. 

SS 50 k 1485 Needle Bar (’lamp Screw for 81857, 

81940 and 82021. 

SS50n - Singerligld Supporting Bracket Screw 

for 972.08. 

00k 1485 Bifter I lingo Screw. 

NNOOi) 1480 Check Bever Thread Take-up Adjusting 

Screw Thumb Nut. 

S4i> 1485 Needle Plate Rearing Screw. 

NNXSn 1180 Vibrating Pressor Spring Bar Adjusting 

Nut. 

89e 1485 Shuttle Driving Rover Conner,ting Rod 

Hinge Screw. 

NN92it - Singerligld Bracket Screw Nut for 97368 

118k 1485 Arm Rase Screw. 

122k 1187) Rower Arm and Bed Binding Screw for 

82090. 

128n 1485 Bobbin Winder Frame Screw for 82087 

and 82090. 

12 Sd 1485 Head Binding Screw. 

128k 1485 Machine Screw (for fastening machine 
to stand) for 29K51 and 29K52 Ma¬ 
chines . 

SS 120e 1485 Machine Screw (for fastening machine 
to power table.) for 29K51 and 291x52 

Machines. 

SS 132d 1485 Shuttle Tension Regulating Screw for 

81952. 

SS 133i> 1485 Needle Bar Thread Tension Spring Screw 

for 81857, 81940 and 82031. 

SS 133d 1485 Shuttle Bobbin Retaining Spring Screw 

for 81952. 

SS 1351) 1485 Balance Wheel Handle Spindle for 82120 
137 e 1485 Machine Rase Screw (for fastening base 
to machine) for 291x55 and 29K5G 

Machines. 

137B 1485 Machine Screw (for fastening machine 
to stand) for 29K55 and 29K5G Ma¬ 
chines. 































PLATE 266—FULL SIZE 
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PLATE 268—PULL SIZE 


PLATE 948-FULL SIZE 
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PLATE 1810-FULL SIZE 















